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DELETED ITEMS FOR EQUIPMENT LIST AA, FAK 


AND EQUIPMENT LIST BB, DEPOT SPARES 


FOR SYSTEM 4 
LIST ITEM MP ESTIMATED NO. OF ESTIMATED 
NUMBER NUMBER NOMENCLATURE UNLT COST UNITS AMOUNT 
65 21114 Capacitor, 0.1 MFD, 5,000 V, 
Film Cap. Inc. Type D, No. 
D6-50-100 $ 7.00 5 $ 35.00 
84 40139 Inductor, Toroid, 100 MH, 
600 MA, Rayco No. 0-2070 10.00 2 20.00 
114 40201 Inductor, Toroid, + 1%, 
Burnell No. TCM-O.36MH 3.75 1 3.75 
136 55057 Diode, Silicon Power, Texas 
Instruments Co. No. 1N591 14.00 6 84.00 
167 11668 Motor, 28V, D-C, Western Gear 
Corp. No. P5B43 48.50 1 48.50 
226 58079 Coil, Per R-W Dwg. No. SK-~ 
2432-7 5.00 Ee 5.00 
307 11577 Belt Assembly, Camera Per R-W 
Dwg. No. 50242203 7-40 2 14.80 
349 40083 Coil, Adjustable, Miller No. 
4309 90 3 2.70 
363 57021 Fuse, 1/4 Amp., 3AG, Slo-Blo, 
Tittlefuse No. 315.250 .20 20 4.00 
364 57024 Fuse, 15/100 Amp., 3AG, Slo-Blo, 
Littlefuse No. 315.140 -20 20 4.00 
365 57026 Fuse, 3-2 Amp., 3AG, Slo-Blo, 
Littlefuse No. 31503.2 18 20 3.60 
366 57028 Fuse, 6/10 Amp-, 3AG, Slo-Blo, 
Littlefuse No. 315.600 20 20 4.00 
367 57030 Fuse, 1 Amp-., 3AG, Slo-Blo, 
littlefuse No. 315001 20 20 4.00 
368 57032 Fuse, 1 1/4 Amp., 3AG, Slo-Blo, 
Littlefuse No. 3151.25 wkd 20 3.80 
369 57034 Fuse, 3 Amp., 3AG, Slo-Blo, 
Littlefuse No. 315003 18 20 3.60 
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QUANTITY CHANGES 
TO EQUIPMENT LIST AA 


FAK FOR SYSTEM 4 


ESTIMATED 
323 11359 Oe a Sener ON: $218 . 95 $ 17.10 
32h 11370 poe Truarc No. 18 5 95 17.10 
325 11393 Sera Truarc No. 05 5 95 4.75 
326 11501 ee ea Truarc No- Bi 5 95 3-80 
327 11524 eae Truarc No. 6 : 95 475 
a i He dene 05 5 95 4675 
ee eee .05 5 95 475 
a Mg ec aa “EY & , 95 2.85 
331 11343 Sek a eee .07 5 95 6.65 
So PER oege nF or 08 5 95 7-60 
op ee Gg ee AT 5 95 Wb .65 
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